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accident. He himself went out in his car one night to
the Kingston Bypass with another car and a press photo-
grapher. He did not know what results would be obtained
by his experiments, but he was certain there must be good
foundation for Lord de Clifford's belief that the Fraser-
Nash was on the wrong side of the road. Several photo-
graphs were taken from the driving-seat of one car of
the road ahead, with the other car approaching round
the slight bend. These photographs, when they were
developed, showed clearly that de Clifford might well have
been misled by a strange freak of the road. The lights
of the approaching car, which was driven well to its correct
side, gave an unmistakable impression that it was in fact,
on the wrong side of the road.

Curtis also discovered that a kink in the road tended
to throw a car on to its off-side. He had hundreds of
these photographs prepared, and contemplated having a
scale model of the road built to use as evidence. He
made a most careful examination of both cars, and spent
hours of study bringing his unrivalled technical knowledge
to bear on the most minute facts connected with the
case.

On December 12, the House of Lords assembled,
presided over by Lord Hailsham, the High Chancellor,
with four Judges of the High Court to advise the court
upon any question of law which might arise, eighty-five
peers being present. The Sergeant at Arms declared:
" Oyez 1 Oyez 1 Oyez ! Our Sovereign Lord the King
strictly charges and commands all manner of persons to
keep silence under pain of imprisonment."

The Commission was read appointing the Lord Chan-
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